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ACTION NEA- 10 

INFO OCT-01 ISO-OO OC-05 CCO-OO FBOE-OO A-01 SY-05 /022 W 

055595 

R 021320Z AUG 75 

FM AMEMBASSY MANAMA BAHRAIN 

TO AMEMBASSY BEIRUT LE 

INFO SECSTATE WASHINGTON DC 2335 

UNCLAS MANAMA 0891 

BEIRUT FOR RCO 

SECSTATE FOR NEA/EX 

E.O. 11652: N/A 

TAGS : ACOM, AFSP, BA 

SUBJECT : MANAMA TELEPHONE SYSTEM 

REFERENCE : (A) BEIRUT 9783 

(B) MANAMA 0828 

(C) STATE 168340 

(D) MANAMA 0818 

1. FLOOR PLANS NOW BEING DRAWN BY LOCAL ARCHITECT. WILL BE 
POUCHED AS SOON AS AVAILABLE. 

2. LOCAL TELEPHONE COMPANY ADVISES THEY HAVE LINES AND EQUIP- 
MENT AVAILABLE FOR IMMEDIATE INSTALLATION. THEY CAN PROVIDE 
35 LINE SWITCHBOARD AND TOTAL OF 7 EXTERIOR LINES WITH 23 
INSTRUMENTS (4 DIRECT LINES AND 3 FOR SWITCHBOARD EXCHANGE). 
INSTALLATION COST PLUS INSTRUMENTS IS DOLS 1060. ANNUAL 
EQUIPMENT RENTAL WOULD BE DOLS 2100 (VICE DOLS 1500 FOR LESS 
EXTENSIVE SYSTEM IN PRESENT EMBASSY PREMISES). 

3. LOCAL TELEPHONE INSTALLATION WILL GUARANTEE EQUIPMENT 
COMPATIBILITY AND EASILY ACCESSIBLE MAINTENANCE. WE WOULD 
THEREFORE APPRECIATE RCO COMMENT ON INSTALLING LOCAL EQUIP- 
MENT VICE INSTALLATION OF STATE PROCURED TELEPHONE SYSTEM. 
TWINAM 
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